WHY CHOOSE US 


Customization 


We use CAD/CAM and Pro/E for the design, analysis and 


manufacturing of the moulds. 
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Quality 


We ensure thorough inspection in accordance with relevant 


national standards 
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Service 


Our goal is to provide customized solutions for the market and 


our customers 


Capacity 


We produce 210 sets of syringe moulds per year to sell 


worldwide 


Sanxing Medical Plastic Mould Company was established in 1998, the 
Sanxing Medical Plastic Mould Company is now the leading medical 


mould manufacturers and suppliers and security solutions provider in 


the market. We are the earliest professional manufacturer in China’ s 
domestic market, specializing in the design and manufacture of 
disposable syringe moulds. Our factory is located in Wenling City, 


Zhejiang Province, China 
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Industry Experience 
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50+ 
Employees 
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30+ 


Export Area 
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7000 m’ 


Production Base 


Contact Us 


Phone: +86-576-86720880 (Chinese Service) 


Fax: 0575-85739999 


Address 


Yongjun Rd. Hengjing Electromechanical Industrial Park, Wenling City, 


Zhejiang Province, China 


E-Mail 


mouldexpert@protonmail.com 


